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THE GAZETTE OF INDIA EXTRAORDINARY 


[Part II— Sec. 9 (I)] 


Fahrenheit's thermometer falling under Item No. 10 of the First 
Schedule to the Central Excises and Salt Act, 1944 (1 of 1944); and 

(b) Low Sulphur Heavy Stock falling under Item No. 10 of the said First 
Schedule; 

used in steel plants, from the whole of the additional duty of excise leviable there¬ 
on under section 3 of the first mentioned Act: 

Provided that it is proved to the satisfaction of the Collector of Central 
Excise that such product has been so used. 
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